* * * 


* * * 


* * * 


99* 7* 6* 
****(*) 


AJ-D250 


FRONT 


VC907-06 


VC/AJ-D250/B/06,P/NW 
** 


CH3 
CH4 


D65120 


Q65101 


P33 


Q65102 


D65121 


P32 


PAUSE 


Q65103 


D65122 


P31 


REC 


D65123 


PLAY 


Q65104 


D65124 


P30 


FF 


Q65105 


D65125 


P23 


REW 


Q65106 


D65126 


P22 


STOP 


Q65107 


D65127 


P21 


Q65108 


D65128 


P20 


+5V 


PAUSE 
REC 
PLAY 
FF 
REW 
STOP 
EJECT 


RESET 
COUNTER 
BGN 
END 


AUDIO 
SELECT 


SW65101 
SW65102 
SW65103 
SW65104 
SW65105 
SW65106 
SW65114 


SW65111 
SW65110 
SW65108 
SW65109 


INPUT 
SELECT 


S-VIDEO 


CONTROL 
SELECT 


MENU 
DIGITAL 
COPST 
LOCAL 
REMOTE 


SW65112 
SW65113 


SW65107 


PIN 
PORT I/O 
SIGNAL 
ACTIVE 
ACTIVE 
SIGNAL 
I/O 
PORT 
PIN 


1 


94 


93 


77 


70 


60 


53 


20 


22 


23 


29 


AN0 
IN 


AN1 
IN 


AN2 
IN 


P20 


P23 
P30 


P33 


OUT 


IN 


OUT 


OUT 


P60 


P73 


S0 


S2 


S3 


S9 


METER CH1 


METER CH2 


REMOTE IN 


LED CONTROL 
PULSE 


KEY IN DATA 


SEGMENT 
KEY SCAN 
PULSEH1 


SEGMENT 
PULSE 


V 


L 


SYS FR DATA 


FR SYS DATA 


SYS FR CLK 


SEGMENT 
PULSE 


RESET 


DISPLAY 
CONTROL 


SEGMENT 
PULSE 


GRID PULSE 


IN 
SI0 
82 


OUT 
SO0 
83 


IN 
S10 
84 


OUT 


IN 
RST 
86 


OUT 


OUT 


OUT 


P100 


P103 
P110 


P113 


P41 


P43 


S10 


S15 


T0 


T6 


68 


66 


12 


19 


33 


38 


47 


41 


IC65001 


MATRIX 


SCH 
INH REMOTE 
SERVO 


UB 


TC 


CTL 
EDIT REC 
WIDE 
DV 


CH1 


CH2 


-20 
-16 
-12 
-8 
-4 
0 
-25 
-30 
- 
dB 


HOURS 
MINUTES 
SECONDS 
FRAMES 


IN 
X2 
6 


X1 
IN 
7 


REF.OSC 


RESET 
GENE. 


FL 
POWER 
CIRCUIT 
-26V 


HEATER(+) 


HEATER(-) 


MOTHER P.C.B. 


2 
1 
54 
55 


29-31 


15-20 
45-51 
16-23 


SYS FR DATA 


FR SYS DATA 


SYS FR CLK 


IC65002 


+5V 


Q65002,3 
QR65002,3 


8-14 
29-31 


S2 


S1 


S0 


DP65001 


REMOTE P.C.B. 


2 


3 


1 


J65301 


REMOTE 


LED OUT 


KEY IN DATA 


*******45% 


1,2 


3 


4 


5,6 


GND 


REMOTE IN 


REMOTE SW 


GND 


P65003 


11 


13 


METER CH1 


METER CH2 


P65001 


AUDIO (P41001-65A) 


AUDIO (P41001-67A) 


7 


8 


6 


SYS FR DATA 


FR SYS DATA 


SYS FR CLK 


AV SYSCON (P60601-41A) 


AV SYSCON (P60601-42B) 


AV SYSCON (P60601-42A) 


3 


1 


2 


P65001 


P65001 


HORSAY PRINTING CO.,LTD.(CAD ROOM) 


**** 


*** 


****** 


** NO. 


** NO. 


*-** 
*****(P) 


***** 


** 


** 


** 


** 


0.0 


0.2 


0.4 


0.6 


0.8 


1.0 


